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Hospital Account #: 



Social Security #; 



Relationship : 
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RECOMMENDED TREATMENT PRIOR TO SURGERY 
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Pre-treatment Diagnosis: 
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Operative or Diagnostic Procedure: 
(Dictate operative, or treatment report) 
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CHECK OFF ON 
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Name 



Maureen Pizzi 



19-99-44 
Age 24 Case # 988199-6 



Surgeon Dr . Spiegel 



As Sistant pr. Belln 



Admitted 



Floor SDC 



Pre- Operative Diagnosis Primary infertility, cervical stenosis , metrorrhag 

Post -Operative Diagnosis Same, plus blocked right tube and pelvic adhesions 
Operation _^ _^^_^^ 



Date of Operation 



11/20/86 



Anesthetic 



General 



Dictated by and on BS/11/20/86 Trans, 11/21/86/JP Anesthetist Pr . Couleman 



r 



Procedure: 



FxndmgS: External genitalia negative. Cervix negative. Uterus small, 

midline , firm, mobile , symmetrical . Adnexae negative . 

Under general anesthesia the patient was prepared and draped. 
Weighted speculum inserted. Anterior lip of the cervix grasped 
with tenaculum. Uterus was sounded to two inches. Cervical 
OS dilated with Hegar dilators. The uterus was curetted with 
small sharp curet. Minimal amount of tissue obtained. Very 
small cavity. Incision made at the umbilicus. Verres needle 
inserted. The abdomen was filled with CG2 gas. Trocar insertec 
Laparoscope inserted. It was found that the uterus itself 
appeared normal in gross appearance. The right tube was free 
but looked grossly blunted at the end. The right ovary was 
normal. On the left side the left tube was found to have a 
few adhesions around the tube and ovary. The left ovary itself 
appeared normal. There was a question of blunting on the left 
side, not as bad as the right. Methylene Bluewas then injectec 
through the cervical canal into the uterus. There was free 
spill after some pressure on the left tube. There was no fillii 
or spill on the right side and the right tube looked completely 
blocked. The instrument and C02 gas were removed and the 
incision repaired with four Ethilon sutures. Dry sterile 
dressing applied. Estimated blood loss 50 ccs. No packs, no 
drains. The patient left the Operating Room in good condition. 
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Surgeon's Signature 
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THOLOGY REPORT 
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NAME OF PATIENT ^pj2zi, Maureeu A 


MEDICAL RECORD UNIT NO. 

19 99 44 


AGE 

2-3-62 


SEX 

F 


DATE 

: 11-20-86 


REPORT TO OR. 

Spiegel 


WARD 

SDC 


,^E- 


PATHOLOGY NO. 

S86-5756 


cervical curettings 
DIAGNOSIS: 




.--i"'!^-*. 

t f-*- 


Proliferative endometrium; no malignancy evident. 



(2 slides) . 



11-24-86 mtc 



PATHOLOGIST 




MD. 



PRE-OPERATIVE DG: 
^ ^T-OPERATIVE DG: 
6pERATION:(11-20-86) 



l^irfertility; cervical stenosis 

cervical stenosis; blocked Rt. Fallopian tube; Lt« adhesions 

D&C; laparoscopy; Methylene bluci injection 

/^ ■ ■ . 

GROSS DESCRIPTION 

Received in formalin, labeled "cervical curettings," are multiple fragments of 
tan-brown and dark red soft tissue, 2.2 x 1. 1 x 0.6 cm. Tissue submitted complete 
in lens paper. 
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